This report isr^red by law (7 USC 2143). FaHuie to report according to the ragulalions can 

^^esuit in an order to cease and daslsl and to be sublect to peneities as provided for in Se ction 2150. 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 


See reverse side for 
additional Momiation. 


1. REGISTRATION NO. CUS 
64-F-a)06 


DEC 1 12003 Raport Control No 

OISODOA^ 


CUSTOMER NO. 1 


FORM APPROVED 
OMB NO. 057941036 


ANNUAL REPORT OF RESEARCH FACILITY ^ facility (Name a^ Address, as legbtmd teBi USDA. 

(TYPE OR PRINT) USDA, ARS, MID^OUTH AREA 

MID SOUTH AREA 
PO BOX 225 

STONEVnXE. MS 38776 


FACILfTY iJOCAnOHS(sHs) ' 

See Attached Listing i — ■ 


REPORT OF AWWIA L S USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach add»b n>l sheebfneces^or ^APHL>i ftomt rnvva . 
A. ■" “ - I - 


A. 

Animals Covered 

B. Numberof 
animals being 

bred. 

By The Animal 

condHIoned. or 

WeHare Regulations 

held for use In 
teaching, testing, 
experimanls, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
wMch teaching, 
raseaich. 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
ussoTpaltr- 
reliaving drugs. 


D. Number of animals upon 
viMch experiments, 
leaching, research, 
surgery, or tests wore 
conduetad Involving 
accampanjsng pain or 
distress to ihe animals 
and ftir which appropriate 
anesthetic, maigesic, or 
tranqulbing drugs were 
used. 


E. lAaohar of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving acoompanyino pabi or dtetiess 
IP the animais and lor which the use of appropriate 
eneslhelic,analgesic. or tranquNIzIng drugs would 
have adversaly anectad the procedures, results, or 
inlarpralalion of the tsedwig. leaeereh. 
experimems, surgery, or tests. (An axplanallon of 
0»pioeeikirBspmduclng pain or dbimss In these 
snimals end the reasons such Onjgs were nol used 
mudbeeheehedtoIhlsiBporl) 


total NO. 
OFANMALS 

(Cols. C* 

D + E) 



ASSURANCE STATEMENTS 


’ and Miowlng enosthellc. analgesic. and tranquilizing drugs. prior to. during, 

2) Each principal investigator has considered altemalivas to painful procedures. 

’ PrthcSrtlei^teSte *? explained by the 

addlllonteldsrd»ytegtha.ACUCap,«wm.ew»pllor».lhtesumn»ry^^ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


I SIGNATURE OF C.E.O. OR INSTITUTIONAL nmciai I 


SIGNED 


V. 











APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 

64-F-0006 

Customer Number: 

969 

Facility: 

USDA, ARS, MID-SOUTH AREA 


MID SOUTH AREA 


PO BOX 225 


STONEVILLE, MS 38776 


(662) 686-3598 


USDA, ARS, MID-SOUTH AREA 
990 WIRE RD 
PO BOX 952 
AUBURN, AL 36831 


This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject io penalties as provided for in Section 2150 


"UI' 0 3 2003 


T' 


Set reverse side for 
addttlonalintormatton 


Interagency Report Control No 
OISO’OOA’AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 


I t REGISTRATION NO . 

65-F-OOOl Gust Id 963 


FORM APPROVED 
OMB NO. 0579-0038 


T- RS RESEARCH FACILITY (Name and Addraaa, as registered with USDA 

Include Zip Coda) 


Keesler Medical Center 
Clinical Research Laboratory 
711 3rd Street, Bldg 0A04 
Keesler AFB, MS 39534 


Ph: 228-377-2086 


3, REPORTING FACILITY (List all locations where animals ware housed or used In actual research, tasting, teaching, or experimentation, or held for Uiese purposes Attach additional 
sheets if necessary.) 


FACiLiTYLOCATIONS (Sites) 


Clinical Research Laboratory, 


Bldgs 0404, 0416, 0417 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 


Animals Covered 
By The Anima 
Welfare Regulations 


I . Number of C. Number of 

animals being animals upon 

which teaching. 

conditioned.or research, 

hold for use In experiments, or 

teaching, testing, teats were 

experiments, conducted 

research, or involving no 

surgery but not pain, distress, oi 

yet used for such use of pain- 

purposes relieving drugs. 


conditio r>ed. or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 


O. Number ofanimats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used I 


E. Number of animals upon which teachirtg 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affectad the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. explanation of 
the proceduraa producing pain or distraaa in thoaa 
animala and tha raaaona auch drugs ware not used 
must be attached to thia report) 


TOTAL NO 
OF ANIMALS 


(Cols. C 

D + E) 



animals Including appropriate usa of anaathetlc. analgesic, and tranquiiizing drogs. prior to. during 
and following actual research, teachir^, testir^g, surgery, or experimentation were followed by this research facility h •w a p 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regutatlons under the Act. and it has required that exceptions to the standards and regulations be spectned and explained by the 
pnncipal investigator and approved by the InsUtutional Animal Care and Use Committee (lACUC). A summaryof all such axcapllona is attached to this annual report In 
addition to idenufying the lACUC-approved axcepUons. this summary includes a brief explanaOon of the exceptions, as well as the species and number of animals affected. 

?n®,^‘lTare appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 


SIGNATURE 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I AM’tift/ thsf fhA allAUtt !• fnia IT It C ^ CsajaMAss n4d9\ 


DATE SIGNED 


APHIS FOR... . 

(AU<3 91) 


trtspiaces vo i-LJi-«vi i OB) which is obsolete 
























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 

Interagency Report Control No.^ 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 65-R-0001 

CUSTOMER NUMBER: 839 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Mississippi 

125 Old Chemistry 

University, MS 38677 



Telephone; (601) -232-7482 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Alached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

n 

n 

7. Hamsters 

j 

0 

4 

0 

0 

L 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

Q 

Q 

0 

0 

0 

1 1 . Pigs 


0 

0 

0 

0 

12. Other Farm Animals 



0 

n 

n 







13. Other Animals 






Gerblls 


4 

0 

n 

L 

Mice- 

)omestic 

Jouse 

0 

6 

0 

0 

6 


larvest 

0 

19 

0 

0 

19 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing dnjgs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Cate and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approvad exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary cars and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNA 


DATE SIGNED 



iiliiU 


APHIS FORM 7023 (Replaces VS FORM 1 8-23 (OCT 88), which is obsolete.) 

( AUG 91 ) 

















































This report Is required by law (7 USC 2143). Failure to report according to the regulaUons can 0 C T 0 9 2003 

result In an order to cease and desist and to be subject to penalties as provided for In Section 21! additional Infomnatlon. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


rol^o.: 


1. CERTIFICATE NUMBER: 

65-R-0004 

CUSTOMER NUMBER: 

953 


Interagency Report Control| 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


University Of Southern Mississippi 
Southern Station, Box 5116 
Hattiesburg, MS 39406 

Teiephone: (601) -266-5116 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


A 

Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


Number of 

C. Number of 

D. Number of animals upon 

1 E. Number of animals upon which teaching, experiments, 

F. 

animals being 

animals upon 

which experiments. 

research, surgery or tests were conducted involving 


bred, condlUoned, 

which teaching, 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 
OF ANIMALS 

or held for use In 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

teaching, testing. 

experin^ents. or 

conduced involving 

drugs would have adversely affected the procedures, 

experiments, 

tests were 

accompanying pain or 

results, or interpretation of the teaching, research, 

( COLUMNS 

research, or 

. conducted 

distress to the animals an 

experiments, surgery, or tests. ( An explanation of the 

surgery but not ys 

involving no pain. 

for which appropriate 

procedures producing pain or distress in these animals a 

C+D+E) 

used for such 

distress, or use oi 

anesthetic, analgesic, or 

the reasons such drugs were not used must be attached 

purposes. 

pain-relieving 

drugs. 

tranquilizlng drugs were 
used. 

this report ). 




I 


1) Professionalty accapUbla standards governing the care, treatment and use of animals, including appropriate use of anestetic, analgesic, and tranquilizlng drugs, prior to, during, and following actual rase 
teaching, tasting, surgery, or experimentation were tallowed by this research fadllty. 

2) Each principal investigator has consldaredaltematlves to painful procedures. 

3) This tacility Is adhering to the standards and regulations under the Act and H has required that exceptions to the standards and regulaUons be specified and explained by the principal invastigalar and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to Identifying the lACUC-approvad exceptions, this summary kv 
brief explanaUon of the axoapUons, as well as the spe^ and number of animals affected. 

4) The attending veterinarian tar this research facility has appropriate authority to ensure the provision of adequate vetarinaiy care and to oversee the adequacy of other aspecto of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 

10/8/03 


APHIS I 

(AUG 91 ) 


























See attached form for 
additional information. 


TWa-re^rt is required by iaw (7 USC 2143). Failure to report according to the regulations can 
'-tesult in an order t o cease and desist and to be subject to penalties as prowdedfonn_Se£on£li 

UNITED STATES DEPARTMENT OF AGRICULTURE I 1. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 


Interagency Report Control No.:^^ 


CERTIFICATE NUMBER: 

65-R-0102 

FORM APPROVED 

0MB NO. 0579-0036 

CUSTOMER NUMBER: 

844 



University Of Mississippi Medical Center 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


2500 N. State Street 
Jackson, MS 39216 


Telephone: (601) -984-1385 



Guyton Laboratory Research Bldg. facility locations ( sites >- see Atached Listing Clinical Science Bldg. 

8th Floor Research Wing ^ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 70j3^ 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizir>g drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 



78 


78 

5. Cats 



69 


69 

6. Guinea Pigs 



0 


0 

7. Hamsters 

53 


279 


279 

8. Rabbits 



69 


69 

9. Non-human Primates 

7 


55 


55 

10. Sheep 



0 



11. Pigs 



52 


52 

12. Other Farm Animals 



0 


0 







13. Other Animals 



0 


0 




















I ASSURANCE STATEMENTS — 

' 1 ) Professionally acceptable standards governing the care, tieabneot, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 

teaching, testing, surgery, or experimentation wore followed by this research tadlity. 


2 ) 

3) 

4) 


Each principal investigator has considered alternatives to painful procedures. 


This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be s^iod ^ e^lained by tta pri^l ^ aP 

Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is atuched to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 


The attending veterinarian for this research facility ha s appropriate authority to ensure the provision of adequate veterinary care and to oversee the a^uagrofothwaspe^^far^^ 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 




















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21t 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


UUI U1 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 65-R-0504 
CUSTOMER NUMBER: ■{ 520 


Interagency Report Control No. 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Jackson State University 
PO Box 17095 

Ofc Of Research And Development 
Jackson, MS 39217 


Telephone: (601) -979-2931 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets i f necessary) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANI MALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sh eets If necessary or use APHIS Form 7023A » 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invcriv^ng 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquili 2 ing drugs were 
used. 


E. Nun^r of animals upon which teaching, experiments, 
research, surgery or tests were conducted Involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the leaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



6. Guinea Pigs 


7. Hamsters 



2) Each principal investigator has considersd alternatives to painful procadutas. 

Waf explanation of the exceptions, as well as the s,Sx« arS™!^ ^ aSSlT "" lACUC-epproved exceptions, this summary irS 

4) The attending veterinartan for this resaarch facility has appropnate authonty to engine the provision of adequate vetertnary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legaily Responsible Institutional Official ) 


SIGNATURE OF C,E,D. OR INSTITUTIONAL OFFICIAI 


TE SIGNED 


( Auu yi ) 














v> fcVVv/ 


.•Th«rep<irtta™qi*»a!>jri«»rt7USC21«3). FwiurtlortpooKjcontnglollwnjauliaoracan Sairw 

rMuli)Rfl'tontariDesa)«in(3jiasltfandiot>e«A)«tlop«n«lt<«SM(innW»!ir«rlnSB«tiqn215C. wKKon 


1. REWSTRATIOH HO. 
«-R-(X»2 


UWTCO STATES oePAimrafT of agriciilture 

ANIMW. AND PIAMT HEALTH INSPECTTON SEtWICE 


SotrsywHSkSAfOr 
wKKcvul Infofnatlon. 


ON HO. CUSTOMER NO. 

837 


in|v*9«ncy fisport Control No 
0180-EX5A^W 


FORM approved 
0M8N0. 05TM03S 


ANNUAL REPORT OP RESEARCH FACILITY 

(TYPE OR PRINT) 


1. HEAiXtUARTERS RESEARCH FACtUTY (Name ana ADdiaSt, as ragfiBitKS wih uSOa, 
inMaZipCoftel 

MISSISSIPPI STATE UNIVERSrrf 
P.O.BOX 6343 
617 AaEH HALL 
MISSISSIPPI STATE. ME 39762 
(662)325-3570 


J. reporting FACHJTT (liM»nioc«tk!»ia»Pem»nlmMjyw'»used oriraetf v»jp«rlmii«MM«%ort>eldf(»ir)*Mpt»po*<», A«a<#i»d<lt>or«l 

jheeB it IHCPMATV.) 


FACIUrr LOCAT)OJ(S(SI9JI) 


S«« AtteCRM Listing 

Mississippi State University 





report OF ANIMAL8 tBEO BY OR UW3ER OJNTROL OF RESEARCH FAOUTT witfttioal jftoetj T necpjM/y w use APHIS form TO^A > 


6- Nuirtt>«ro( 
$tvTmka. b«lnQ 

Aptmiii Ccyarw) brptk 

By T?ie Ar^mitf contfiten«d, or 

Waiftm )i«ia for is9« w% 

r«» 0 «n:h.or 

^gt not 
yol 4J»M for 



C. NUfTiborof 

•nlmfttsiipon . | 

v<w> 

•R|>«riitwnt». of 

ooryfact^tf 1 

tavoMnj no j 

patn, (Mbeu, «r 
U9« Of pEin- 1 

rslko^na ckVBSi | 

D. NiPTiborof 8f^o\«l»v90n 
Mihkh cip(Plm«r»t8. 
lMcfVng> rosMi'Tsh, 
wjrgary. or ctitB 3M«r« 
ccnducti^ invoWAg 
SGoonpafiylng poiii or 
OistTRM to th« 

•no for YMch •pproortai* 
•A«sv>etic. anpfgotic. or 
^WMyjifndr>a i^ugs wra 
0900. 

40 

200 

0 

10 

_ , .. 0- 

0 

; 0 

0 


E, Hun’^of6nfmi4tiOci?Mtiic^rMHd^ 
mptriwtKiv rw i T Ch. »^rg<yy or 
conckicrotf involvlr>Q #ocoffiptrtvii^ pain Of dt«^^ 
to ZN« animtia IK} whkt) UaW of 
onttfilic.wvXgwriC, or Crpn(}u02tog (inj^ wdUO 
KNorMly offoototf 9^ proc«duru. fwultt. cr 
lotvix«t«4on ^ Hm toocMog. r oa M r rU y 
tPONMirKint A . fcjrgw>> or \ml». {An9:pl9natior?of 
th9pfOCOekJm»p*oAK^I»»ir>or fks6i»a m 
mm^sgn(itfwt9txi/tif‘suct>etft/^)N9mejotu99d 
triuai»*Kactw0t9tN$mpofQ 


10, Sf>«6p 




12. Olihor Farm Animat* 


13. Other Artmate 


Goats 



2 

0 

20 

12 


TOTAL NO. 
OFANIKAALS 

(Col».C« 

D^C) 




*ntf foflowing rea w rch. t**eh(og. twOog, wpory. V •KpertrntnOrtJcw wo Wowod ^ ttrt r&9*anty r»dMy, 

2) gArfi prtfKapot H?^»ao»»or ri«g Qgn ik S<n»d artanmtfvo* to p*4pfti prooorturwL 

to WortflTyiOB ih* !M:UC-»pprwed eDK*pffor», tNa «uiT«rwfy • brM of ffw ttnoopdont. ns woff m ih* wn6 nuribv of ffirectoo. 

4 J Th»««n^NNrt*r*natofofthtt(W*TCft('RCi«yh«*pproprf*TO»u*X)r%to#rwrflff>epa^ 4 wofii^^ 
of OwtillF oer* RTKt iOA. 


CERTIFICATION BY HEADOUARTEBS RESEARCH FACILITY OfFICIAL 
(CbW E»ecutlv» Officer or Ugalty RGsponcibis IrwtttuHonal official) 
‘<»wytf»t»N;al»'»tetive.owTe<a.andcompielc(7 0.S.C.S«Ktk)n2t4^^ 

SIONAn)ftEOFC.En nomoTPr.iTv-.M.. opp,{^ I RAME * TITi'f abV b ”V5'.T.LCL-.iJi:_ ■' ■" ■",^1 ■ - -i 


DATE SKJMED 


APW5 

/AU 


pS FORM 7023 
AUG 01} 


1 

PART 1 - HEOQUARTERS 
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